From: 

Sent: 

To: 


Subject: 


Caloggero, Dina (DPH) 

Tuesday, September 23, 2008 3:29 PM 

Borne, Alan (DPH); Han, Linda (DPH); Peppe, Joseph (DPH); Elvin, Paul (DPH); Stiles, 
Tracy (DPH); Kazianis, Arthur (DPH); Boyd, Rozelta (DPH); Belanger, Peter (DPH); 
Massif, Julianne (DPH); Clemmer, Jill (DPH); Jacobsen, Patricia (DPH); Rubin, Alan 
(DPH); Salemi, Charles (DPH); Smole, Sandra (DPH); Hennigan, Scott (DPH); Chen, 
Karen (DPH); Konomi, Raimond (DPH); DiNatale, Margaret (DPH); Wang, Xingtai 
(DPH); Gauthier, Cheryl (DPH); Szymczak, Elizabeth (DPH) 

FW: SLI Intranet site is available again. 


Please pass this along to others if needed. 


From: Erskine, Warren (DPH) 

Sent: Tuesday, September 23, 2008 3:06 PM 

To: Caloggero, Dina (DPH); Lancto, Denise (DPH); Corban, Doreen (DPH) 
Cc: DPH-SLI-ABenjamin; Nystrom, Keith (DPH) 

Subject: SLI Intranet site is available again. 

The SLI Intranet Site (actually UMass) Site is available again. 

An update to the firewalls this morning removed the standard HTTP access. 

The Secure HTTP (HTTPS) access was not interrupted. 

Warren Erskine 

Network Engineering Team 
Information Technology Services 
Massachusetts Department of Public Health 

(617) 983-6687 


1 


Folk OIG PRR 056285 




